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COVID-19 Antigen Test 
Test Name Result Unit Reference Range 


COVID-19 Ag. Negative 


Detection for : SARS-CoV-2 (COVID-19 Antigen) 

Result : Positive 

Technique : Chromatographic Immunoassay 

Sample type : Nasopharyngeal swab 

KIT reference : Q-NCOV-01G STANDARD™ Q COVID-19 Antigen 

Cat. No. : O9COV30D 

Molecular Biology Unit Manager Laboratory Manager 
Dr. Taha Yousry Dr. Amr Ibrahim 


Consultant of clinical pathology 
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